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The Nado Series are not just bomb shelters anymore! 
WineNado installs underneath the kitchen island pre- concrete 
slab. You will need to plan this bunker into your project but 
WineNado is one of the coolest shelters on the market. The fact 
that the shelter is hidden underneath the kitchen counter will 
bring jaw-dropping wows from your friends when you show them 
the hidden entrance to your new favorite room. The shelter can be 
ordered with or without an NBC Air Filtration System depending 
on whether you want it to be a wine cellar only or a wine cellar 
with NBC capabilities as well as protection from tornadoes or 
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hurricanes. WineNado does not come with a hatch at the ground 
level but if you decide to install it in the backyard, you can add a 
hatch at an additional cost. WineNado is made of 1/4” steel plate 
and structurally supported with 6” C channels. WineNado is buried 
exactly 36” below the finished concrete slab. In high water tables, 
you will need to backfill with concrete to to create ballast so there 
is no threat of the shelter having lift. Depending on where you live 
in the USA, you will need your engineer to approve the design and 


stamp the drawings. 
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GarNado is the most versatile of all the Nado Series because 
its the one shelter that strategically goes in the most desirable 
locations that customers have available for installation. The 
shelters primary location is to install under the driveway with 
the hatch inside the garage door hidden from view. The second 
primary location that it can be installed is in the backyard with 
relative ease. GarNado is classified as water tight and will install 
fine in high water table installations like in Florida. 


GarNado has an interior door for climate control and a mud room 
with an optional decontamination shower. It is made of 1/4" steel 
with structural 5" С channel, along with 1/2" x 4” flat bar for side 
wall structural support. GarNado has optional 24" or 36" under the 
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floor storage at an additional cost. 

Starting price of this shelter is $19,999 including the NBC Air 
Filtration system, which officially makes it the least expensive 
underground shelter in the world with a mud room entrance 
and climate control capability! MI shelters in the Nado Series are 
priced without the beds, couch and toilet. This is done this way 
for those who wish to use the shelter for a wine cellar, gun room, 
panic room, or just for storage. Optional bed or couch $575 each. 


Engineered and stamped drawings are available for all 50 
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DO YOU NEED CUSTOMIZATIONS? 


Although GarNado comes in 5 standard sizes, the shelter is highly customizable and it offers a number of upgrades to suit 
every need and situation. If you have specific needs or limitations, please don't hesitate to contact us. We are tornado shelter 
specialists and we can offer custom engineered solutions for customers with specific needs or requests. 
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NadoSafe is a handicap accessible, air tight safe 
room, tornado shelter that includes an NBC Air 
Filtration System in case of nuclear fallout. This 
shelter can either be framed into a new home or the 
smaller models can be easily bolted down inside 
the garage. NadoSafe comes in 1-8 person models 
and have optional folding down beds or couches in- 
stalled in them per the customer's request. 


NadoSafe is made of 1/4" steel with 1/2" x 3” flat 
bar for structural support. This shelter can serve 
as a gun vault, tornado shelter, fallout shelter, 
panic room, or just that secret room you ve always 
dreamed of. NadoSafe is the least expensive hard- 
ened shelter in the world with a starting price un- 
der $10,000 that also includes an NBC Air Filtration 
System. Its designed for a maximum of 30 days 
survivability. Optional bed or couch $575 each. 
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DO YOU NEED CUSTOMIZATIONS? 


Although NadoSafe comes in 5 standard sizes, the shelter is highly customizable and it offers a number of upgrades to suit 
every need and situation. If you have specific needs or limitations, please don't hesitate to contact us. We are tornado shelter 
specialists and we can offer custom engineered solutions for customers with specific needs or requests. 
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NadoPod above ground tornado 
shelter is our most practical shelter 
for a family of 4 or less. With welded- 
in seating on both sides of our cylin- 
drical shape, you and your pets can 
find protection from tornadoes of 
EF5 strength (250+ MPH winds). This 
shelter is made of 3/16" steel with 
a2 x 5 entry door with 6 connec- 
tion points to meet FEMA guidelines. 
Even with the door locked, there 
is an ample supply of air through 
vents that are cut in above the door. 
Its designed to bolt down inside the 
garage using 12 special concrete 
anchor bolts. NadoPod comes in a 
tan powder-coated finish as shown 
above. Dimensions are 50" wide by 6' 
tall. Shipping weight is 995 pounds. 
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DO YOU NEED CUSTOMIZATIONS? 


Although these models come in 5 standard sizes, the shelter is highly customizable and it offers a number of upgrades to suit 
every need and situation. If you have specific needs or limitations, please don't hesitate to contact us. We are tornado shelter 1 
specialists and we can offer custom engineered solutions for customers with specific needs or requests. 
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The LSS-80 is a complete 
Nuclear, Biological and Chem- 
ical (NBC) Protection System 
designed for use at home or at 
the office. The LSS-80 provides 
a safe protected space for a 
maximum of 6 persons for an 
extended period of time. 


The LSS-80 Protection System 
comprises a Protective Tent 
with overhead rope supports 
and a Filter-Blower Unit pro- 
vided with an effective Nuclear, 
Biological and Chemical Filter. 


CASE IS INCLUDED 


The entry to the Protective Tent is through a zippered lock chamber to prevent the loss of positive pressure in the Protective 


RADIATION ВЕТ” 


Tent when using the entryway. The system Filter-Blower Unit LSS-FBU is powered by an electric motor and equipped with a manual 
hand crank back-up drive easily operable by one person. Additional features of the Filter-Blower Unit are a Pre-filter for removal of 
coarse particles from the intake air, and an Emergency Light functional in manual operation. Biological and Chemical Protection Sys- 


tem can be made fully operational in less than 15 minutes. 
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What sets this system apart is the integrated design & manufacture process that decreases the cost & build time while increasing 
the strength & features. The engineered wide flange steel beam trusses allow you to pour the concrete ceiling without erecting 
temporary cribbing. The steel trusses stay embedded in the concrete, giving additional strength over what rebar normally provides. 


Shown is our Nado Series air 
filtration svstem. This simple 
system is wired for 110 volt 
and also includes a manual 
override in case power is 
lost. The entire svstem is 
nicelv tucked awav in its own 
housing and once opened, you 
will connect all the air pipes 
to the directed connections. 
This simple air system is 
common throughout certain 
countries and is mandatory in 
apartments through much of 
the middle east. Atlas Survival 
Shelters has adapted this 
simple but proven technology 
to its small class of nuclear 
fallout shelters. The system 
will work properly even after 
an EMP with the manual bellow 
that's included in all systems. 


This lsraeli system can be 
easily adapted to an existing 
home as long as the room that 
itis installed in can be made air 
tight. This system is designed 
for chemical, biological, and 
nuclear attacks. Replacement 
filters are available upon 
request. 
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NBC AIR FILTRATION SYSTEMS 


Shown is the our Swiss- 
made VA150 NBC Air Filtration 
System. This military grade 
air system is installed in all 
the large Atlas Survival Shelter 
models. The air system is 
wired in 110 volt for the USA, or 
per your requirements outside 
of the USA. In case power is 
lost, this system has a manual 
crank to keep over pressure 
in the shelter. The manual 
crank is so easy to operate a 6 
year old girl with one arm can 
operate it. 


This system is extremely quiet 
and moves 177 cubic feet of 
air per minute of unfiltered air 
or 88 cubic feet per minute of 
filtered air. An over pressure 
blast valve is included with all 
systems with a 30 PSI rating. 


The way an over pressure blast 
valve works is if a blast occurs, 
the over pressure blast valve 
will close due to the exteriror 
pressure caused by the blast. 
The valve will close for the 
brief second the high PSI goes 
above 1 PSI This valve will 
close if any exterior matter 
tries to enter the shelter. 
SOLD SEPARATELY 


GR 


v d м2 > А o 


1 (855) 4-BUNKER 


200 CMH Road | Sulphur Springs, TX 75483 


